To:  Sandoval,  Joni[Sandoval. Joni@epa.gov] 

From:  Braun,  Richard 

Sent:  Mon  8/10/2015  7:27:15  PM 

Subject:  RE:  Gold  King  Work  Plans  - schedule 


Thx. 


Richard  Braun 
EPA  Region  8 
Contracting  Officer 
303-312-6380 
braun.richard@epa.gov 


From:  Sandoval,  Joni 

Sent:  Monday,  August  10,  2015  11:29  AM 

To:  Braun,  Richard 

Subject:  FW:  Gold  King  Work  Plans  - schedule 


From:  Way,  Steven 

Sent:  Monday,  August  10,  2015  10:51  AM 
To:  Sandoval,  Joni;  Williams,  Laura 
Cc:  Sisk,  Richard 

Subject:  Gold  King  Work  Plans  - schedule 


Attached  are  the  previously  approved  work  plans  for  the  ERRS  work  and  the  overall  project 
schedule  including  the  Red  and  Bonita  portion. 


Steve 
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Steven  Way 


Federal  On-Scene  Coordinator 
Emergency  Response  Unit 
US  EPA  - Region  8 
1595  Wynkoop  Street 
Denver,  CO  80202 

Office:  303-312-6723 
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